915 Worthington Ridge 

1900 

Methodist Episcopal Church, burned down 
Replaced by Mechanics Hall 


Today a private two family house 


Oral history by Louise Woodruff 
2019 Town of Berlin GIS Index 


1900 current owner OCHE LLC Sketch 


2018 Town of Berlin 


Primary Construction Details 


Year Built 4900 Bedrooms [ 4 Bedrooms Exterior Walls Clapboard 
Stories 2.25 Full Bathrooms | 2 Exterior Walls 2 
Building Style Two-Family Half Bathrooms | 0 Interior Walls Drywall 
Building Use Residential Extra Fixenres, Interior Walls 2 
Building Condition A Bath Style Average Heating Type Hot Water 
Interior Floors 1 Carpet Kitchen Style Average Heating Fuel Oil/Gas 
Interior Floors 2 Roof Style Gable Fin Basement Area 
Whirlpool Tub Roof Cover AsphiF Gis/Cmp Fin BSMT Quality 
‘Total Rooms 10 Fireplaces Fin BSMT Area 2 
Basement Garages 41 AC TYPE None Fin BSMT Quality 2 
Sales History 
Owner of Record Book/ Page Sale Date Sale Price 
OCHE LLC 721/639 3/21/2016 188500 
LOWRY-FILIPEK MARIANNE 409/ 408 o 
Valuation Summary (Assessed value = 70% of Appraised Value) Sub Areas 
Trem Appraised Assessed Subarea Type Gross Area (sq ft) Living Area (sq ft) 
Buildings 130500 91400 First Floor 1380 1380 
Extras 0 0 Porch, Open, Finished 312 O 
Improvements 133400 93400 Deck, Wood 320 a 
Outbuildings 2900 2000 Basement 1380 0 
Land 115800 81100 Upper Story, Finished 1380 1380 
Total 249200 174500 
Outbuilding and Extra Features 
Type Description 
{ 
Wood Deck 244 SF. 


